SURGEON GENERAL'S WARNING. CigaiMte 
Smoke Contiini Carbon Monoxide 


"Ririiament 


THE 



PERFECT RECESS 


Rcc’-cess (Websler): A break from activity for rest or relaxatioa 
Re-cess (Parrliamenl): A unique filler fcK extra snKXJlh taste and low tar enjoyment 




PARLIAMENT 


Source: https://www.industrydocuments.ucsf.edu/docs/njkn^^l^^^j^jjgg 







